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REPORT 


East  Kesteven  Rural  District  Council. 


ANNUAL  REPORT  OF  THE  MEDICAL  OFFICER 
OF  HEALTH  FOR  1938. 

To  the  Chairman  and  Members  of  the 

East  Kesteven  Rural  District  Council. 

Sleaford,  10th  June,  1939. 


Gentlemen, 

I have  pleasure  in  presenting  to  you  the  following 
report  for  1938. 


STATISTICS  AND  SOCIAL  CONDITIONS. 


Area  in  acres  ...  ...  ...  ...  ...  123,406 

Estimated  population  (Mid.  1938)  ...  ...  22,130 

Number  of  inhabited  houses  ...  ...  ...  4,577 

Rateable  Value  ...  ...  ...  ...  £57,984 

Sum  represented  by  a penny  rate  ...  £220  9s.  2d. 


Social  Conditions. — ^The  occupations  are  mainly 
those  connected  with  agriculture,  and  none  are  dele- 
terious to  health,  although  some  sickness,  chiefly  chills 
and  lumbago  is  caused  by  beet  pulling  during  the  later 
months  of  the  year. 

Unemployment  in  the  district  is  not  in  excess  of 
that  pertaining  in  other  Agricultural  districts,  and  has 
but  little  influence  on  the  general  health  and  mortality 
rates. 


Males 

Females 

( Legitimate 

140 

145 

Total 

285 

Live  Births  | illegitimate 

5 

5 

Total 

10 

145 

150 

Total 

295 

Birth  rate  per  1 ,000  of  the  estimated  resident  popu- 
lation is  13.33.  This  rate  is  practically  unaltered  from 
last  year. 

Still  Births  Males  Females 

6 4 Total  10 

Rate  per  1,000  (live  and  still)  births,  32.78. 

Deaths  Males  Females 

114  86  Total  200 

Death  rate  per  1,000  of  the  estimated  resident 
population  is  9.04.  This  is  slightly  lower  than  in  1937. 


Deaths  from  Puerperal  Causes. 

Kate  per  1,000 
(Live  and  Stid 
Deaths  Births) 

Puerperal  Sepsis  ...  ...  ...  Nil  Nil 

Other  Puerperal  Causes  ...  ...  1 3.28 


Death  rate  of  infants  under  one  year. 

All  infants  per  1,000  live  births  40.09 

Legitimate  infants  per  1,000  legitimate  live  births  ...  42.11 

Illegitimate  infants  per  1,000  illegitimate  live  births...  Nil 

Deaths  from  Cancer  (all  ages)  24 

,,  ,,  Measles  (all  ages)  1 

,,  ,,  Whooping  Cough  (all  ages)  ...  Nil 

, ,,  Diarrhoea  (under  2 years  of  age)  Nil 


CAUSES  OF  DEATH  DURING  1938. 


M. 


Measles  ...  ...  ...  ...  — 

Influenza  ...  ...  ...  ...  1 

Cerebro  Spinal  Fever  ...  ...  — 

Tuberculosis  of  respiratory  system  ...  3 

Other  tuberculosis  ...  ...  ...  — 

Cancers  ...  ...  ...  ...  15 

Diabetes  ...  ...  ...  ...  2 

Cerebral  hsemorrage,  etc.  ...  ...  10 

Heart  Disease  ...  ...  ...  19 

Aneurism  ...  ...  ...  ...  1 

Other  circulatory  diseases  ...  ...  4 

Bronchitis  ...  ...  ...  ...  5 

Pneumonia  ...  ...  ...  ...  5 

Other  respiratory  diseases  ...  ...  2 

Peptic  Ulcer  ...  ...  ...  ...  2 

Appendicitis  ...  2 

Cirrhosis  of  liver  ...  ...  ...  — 

Other  liver  disorders  ...  ...  1 

Other  digestive  disorders  ...  ...  4 

Acute  and  chronic  Nephritis  ...  1 

Other  puerperal  causes  ...  ...  — 

Congenital  debility,  premature  birth, 

etc  ...  6 

Senility  ...  ...  ...  ...  5 

Suicide  ...  ...  ...  ...  1 

Other  violence  ...  ...  ...  7 

Other  defined  diseases  ...  ...  18 


F.  Total 

1 1 

1 2 

1 1 

1 4 

1 1 

9 24 

— 2 

10  20 

31  50 

— 1 

4 8 

2 7 

3 8 

— 2 

— 2 

— 2 

1 1 

1 2 

— 4 

3 4 

1 1 

4 10 

5 10 

1 2 

3 10 

3 21 


114  86  200 


A welcome  reduction  in  the  number  of  deaths  from 
cancer  and  T.B.  is  to  be  noted,  (33  to  24),  (11  to  5) 
respectively. 


GENERAL  PROVISION  OF  HEALTH  SERVICES. 


There  have  been  no  developments  or  changes 
under  this  heading  and  remarks  do  not  differ  from 
previous  reports. 

The  existing  ambulance  facilities  have  been  found 
sufficient  for  the  needs  of  the  district. 

SANITARY  CIRCUMSTANCES. 

Water  Supplies. — The  scheme  at  Scopwick  was 
completed,  consisting  of  new  borehole,  electric  motor 
and  pump,  additions  to  engine  house,  extension  of 
mains  from  Rowston  to  Digby.  This  supply  is 
automatic. 

The  new  supply  in  the  S.W.  District  was  completed 
serving  the  following  parishes  : — Newton,  Haceby, 
Walcot  (F),  Dembleby,  Aunsby,  Scott  Willoughby, 
Osbournby,  Threekingham  and  Spanby. 

Mains  have  been  extended  in  the  following  par- 
ishes : — Ruskington  (Westcliffe  Road),  North  Kyme 
(Drury  Dyke),  Walcott  (B)  (Housing  Site),  Dorring- 
ton  (Housing  Site),  Leasingham  (Chapel  and  Wash- 
dyke  Lanes),  Billinghay  (Causeway  Road). 

Fire  hydrants  have  been  installed  in  Kirkby-la- 
Thorpe. 

Tentative  schemes  were  prepared  to  supply  North 
and  South  Rauceby,  Wilsford,  Culverthorpe  and  Cran- 
well. 


WATER  SAMPLES. 

Public  Supplies. — Water  samples  were  taken 
during  the  year  at  the  discretion  of  the  Medical  Officer 
of  Health. 

The  following  samples  were  sent  for  bacteriological 
analysis,  and  reports  received  on  the  dates  shown. 


Anwick.  22.3.38.  “The  data  obtained  show 
that  this  water  is  of  great  natural  purity  and  from  a 
bacteriological  point  of  view  it  is  excellent  for  drinking." 

Burton  Pedwardine.  23.3.38.  “The  water  is 
of  exceptional  purity  and  excellent  for  drinking  pur- 
poses." 

Dorrington.  22.3.38.  “ The  bacterial  counts 

are  exceptionally  low  and  there  are  no  objectionable 
organisms  present.  From  a bacteriological  point  of  view 
the  water  is  excellent  for  drinking  purposes." 

Dorrington.  16. 8.38.  “Both  chemical  and  bac- 
teriological results  show  this  water  to  be  of  very  good 
quality.  There  was  a small  amount  of  a reddish  brown 
deposit  which  a microscopical  examination  showed  to 
be  iron  only  ; no  crenothrix  was  seen. 

“The  results  give  no  clue  to  the  smell,  it  might 
however  be  due  to  traces  of  sulphuretted  hydrogen  but 
we  cannot  make  any  definite  suggestions  without  know- 
ing details  of  the  strata  from  which  the  water  is  derived. 

“The  softener  does  not  appear  to  be  functioning 
as  the  water  is  decidedly  hard." 

Ewerby.  23.3.38.  “There  are  no  objectionable 
micro-organisms  present  in  this  sample  and  the  water 
is  bacteriologically  pure  and  quite  satisfactory  for 
drinking." 

Great  Hale.  23.3.38.  “There  are  no  objection- 
able organisms  found  in  this  water  and  the  total  number 
present  is  very  low. 

“From  a bacteriological  standpoint  this  is  a pure 
water  of  the  highest  quality  for  driking  purposes." 

Leasingham.  22.3.38.  “Some  of  the  bacteria 
present  in  this  sample  suggest  that  a little  earthy  matter 
is  gaining  access  to  the  supply.  As  a rule,  a sample 
from  a boring  of  this  depth  shows  a smaller  number 
of  bacteria,  but  excremental  organisms  are  not  found 
and  the  water  may  be  considered  fit  for  drinking  pur- 
poses," 


A failure  of  the  supply  occurred  at  Leasingham 
after  this  sample  was  taken,  due  to  the  fall  in  the 
general  water  table. 

For  some  weeks  an  emergency  supply  was  sent 
from  door  to  door  by  water  tanks  on  a motor-lorry. 

Immediately  the  supply  was  resumed  the  following 
sample  was  taken  : — 

Leasingham.  20.12.38.  “We  note  that  there  has 
been  a fall  in  the  water  level' but  that  the  pump  is  now 
working  again.  It  is  probable  that  the  quality  of  the 
water  will  improve  as  pumping  proceeds.  Subsoil 
pollution  seems  improbable  and  the  water  might  be 
considered  reasonably  safe  for  drinking." 

Ruskington.  22.3.38.  “The  Streptococci  present 
are  obviously  adventitious  and  they  can  be  disregarded. 

“The  result  as  a whole  shows  that  the  water  is 
satisfactory  for  drinking." 

SwARBY.  23.3.38.  “The  above  results  show  that 
the  water  is  of  exceptional  purity  and  excellent  for 
drinking." 

SwATON.  23.3.38.  “The  number  of  organisms 
present  is  very  small  and  no  excremental  types  of  bac- 
teria are  found.  From  a bacteriological  point  of  view 
the  water  is  excellent  for  drinking." 

WiLSFORD.  23.3.38.  “The  water  contains  a few 
aerogenes  type  B.coli  but  in  the  absence  of  other  and 
more  typical  excremental  organisms  we  cannot  accept 
those  found  as  evidence  of  sewage  pollution.  The  result 
as  a whole  is  contradictory  of  such  pollution  but  there 
is  just  a possibility  that  a little  surface  water  containing 
earthy  matter  is  gaining  access  to  the  supply.  A careful 
inspection  might  be  made  to  confirm  or  refute  this. 
Taking  all  the  data  obtained  into  consideration  the 
water  may  be  regarded  as  reasonably  safe  for  drinking 
in  its  present  condition. 


“If  the  boring  is  new  the  result  is  just  what  one 
would  expect  and  improvement  is  practically  a cer- 
tainty.” 

After  this  report  was  received  the  water  supply 
tank  was  thoroughly  cleaned  out  and  the  following 
further  sample  sent  for  analysis. 

WiLSFORD.  31.7.38.  “The  bacteria  counts  are 
low  and  there  are  no  objectionable  bacteria  present. 

“From  a bacteriological  point  of  view  it  is  an 
excellent  water  for  drinking  purposes.” 

Aunsby.  22.5.38.  “The  bacteria  counts  are  very 
low  and  show  no  excremental  micro-organisms. 

“The  water  at  present  is  of  a high  degree  of 
bacterial  purity,  and  as  judged  by  this  examination  the 
water  is  excellent  for  drinking.” 

Newton  Bar.  9.7.38.  “The  count  hgures  are 
higher  than  in  the  previous  sample  but  might  well  be 
accounted  for  by  the  fact  that  the  water  was  taken 
after  passing  through  a wood  ribbon  filter. 

“Only  a very  few  B.coli  are  present  and  the  water 
in  this  respect  has  improved  and  may  now  be  regarded 
as  reasonably  safe  for  drinking.” 


PRIVATELY  OWNED  SUPPLIES. 

The  following  sample  was  taken  from  a privately 
owned  Public  Supply  at  North  Rauceby. 

The  report  received  on  the  21st  May,  1938,  was  as 
follows  : — 

“There  are  no  excremental  organisms  present  in 
this  sample  and  the  bacterial  count  at  37°  C.  is  not 
unusual  for  a shallow  well*  water.  If,  however,  animals 
can  pollute  the  well,  the  surface  structures  are  not  up 
to  standard  and  this  should  be  remedied.” 


Various  works  were  done  to  the  well  to  prevent 
surface  pollution. 

The  brick  lining  of  the  well  was  built  up  in  cement 
mortar  above  the  surrounding  soil. 

Properly  fitted  concrete  covers  with  cast  iron  sealing 
lids  were  fitted. 

The  wells  were  fenced  off  so  that  animals  cannot 
approach. 

Samples  were  taken  from  privately  owned  wells  in 
the  Parish  of  Culverthorpe,  and  reports  received  on  the 
following  dates  : — 

Culverthorpe.  22.3.38.  The  report  is  : — 

“There  are  a moderate  number  of  excremental 
organisms  present  in  this  sample  and  the  water  cannot 
be  regarded  as  satisfactory  for  drinking.  VVe  have  no 
detailed  particulars  as  to  whether  some  form  of  treat- 
ment is  contemplated,  but  T would  appear  to  be  de- 
sirable in  this  case." 

Culverthorpe  Park.  10.4.38.  The  report  is  : — 

“There  are  moderate  numbers  of  excremental  or- 
ganisms present  in  this  water.  Possibly  they  are  derived 
from  surface  water  gaining  entrance  to  the  well,  but  in 
any  case  the  water  at  present  is  not  in  a satisfactory 
state  for  drinking." 

In  the  case  of  the  first  sample  which  is  open  to  the 
public,  drainage  work  in  the  vicinity  and  protection 
works  have  been  carried  out  and  a more  recent  sample 
shows  that  these  have  been  effective  and  the  water  is 
now  fit  for  domestic  use. 

The  Culverthorpe  Park  well  is  now  put  out  of  use. 

The  following  two  samples  were  taken  from  wells 
serving  property  which  was  the  subject  of  action  under 
Section  11  of  the  Housing  Act,  1936. 


The  Hollow,  South  Rauceby.  13.9.38.  The 
report  is  : — 

‘'The  results  show  evidence  of  some  pollution  and 
in  its  present  condition  this  water  cannot  be  regarded 
as  safe  for  drinking  purposes.” 

Bustard  Hill,  South  Rauceby.  13.9.38.  The 
report  is  : — 

“The  results  show  evidence  of  pollution  and  this 
water  cannot  be  passed  as  safe  for  drinking.” 

Demolition  Orders  are  now  operative  on  the  prop- 
erties served  by  these  wells.  The  occupiers  have  been 
warned  to  boil  well  all  water  used  for  domestic  pur- 
poses. 

Drainage  and  Sewerage. — Sewer  extensions  were 
carried  out  in  the  following  Parishes  : — Ruskington 
(Westcliffe  Road),  North  Kyme,  Billinghay  (Fen 
Road) , Scredington,  Burton  Pedwardine  and  Digby. 

Rivers  and  Streams. — Pollution  of  the  water 
courses  has  been  noted  on  occasions  at  Billinghay  and 
Ruskington,  owing  to  the  inadequacy  of  the  existing 
sewage  disposal  arrangements.  There  is  at  present  great 
difficulty  in  remedying  this  owing  to  financial  strin- 
gencies. 

Closet  Accommodation. — The  majority  of  the 
older  property  within  the  district  is  served  by  cesspit 
type  privies,  which  are,  to  say  the  least,  a very  ob- 
jectionable type  of  convenience.  It  is  unfortunately 
not  possible  at  the  present  stage  to  put  into  effect  privy 
conversion  work  on  a large  scale  owing  to  the  inade- 
quate nature  or  absence  of  sewerage  works. 

Amongst  the  working  class  houses  in  the  district 
the  following  are  particulars  of  the  types  of  conveni- 
ence in  use. 

Cesspit  type  Privies 2248 

Chemical  Closets  13 

Pan  Privies  793 

Water  Closets  699 


During  the  year  13  privies  were  converted  to  water 
closets. 

Public  Cleansing. — The  cleansing  work  under- 
taken by  the  Council  consists  ot  the  collection  and  dis- 
posal of  household  refuse  only,  this  service  now  extends 
practically  throughout  all  the  district.  There  were  no 
extensions  or  alterations  during  the  year. 

Sanitary  Inspection. — The  staff  of  the  Health 
Department  has  continued  their  elrorts  and  a report  by 
the  Sanitary  Inspector  is  appended  hereto. 

Shops  and  Offices. — The  inspection  of  shops  does 
not  assume  a great  deal  of  impoitance  in  this  district 
in  view  of  the  fact  that  most  of  the  shops  are  small  ones 
attached  to  dwelling-houses  and  persons  are  not  nor- 
mally employed  except  members  of  the  family.  Several 
shops  were  inspected  during  the  year. 

Camping  Sites. — There  are  no  licensed  camping 
sites  within  the  district  and  during  the  year  there  were 
no  camps  of  any  sort. 

Smoke  Abatement. — No  action  was  necessar}/ 
under  this  heading  during  the  year. 

Swimming  Baths  and  Pools. — There  are  two 
privately  owned  pools  within  the  area  which  are  open 
to  the  public.  One  is  fed  bv  a stream  and  the  other 
by  springs,  there  is  no  treatment  of  the  water  in  either 
case. 


Eradication  of  Bed  Bugs. — No  cases  of  bug 
infestation  was  reported  during  the  year  and  therefore 
no  action  was  necessary. 

Schools. — In  common  with  dwelling-houses  within 
the  District  the  sanitary  conveniences  of  some  schools 
leave  much  to  be  desired,  as  already  mentioned  under 
sub-heading  (1)  as  sewerage  works  are  constructed  no 
doubt  conditions  will  improve.  Water  supplies  to 
schools  are  generally  satisfactory. 


HOUSING,  1938. 


1.  INSPECTION  OF  DWELLING-HOUSES  DUR- 
ING THE  YEAR 

(1)  (a)  Total  number  of  dwelling-houses  inspected 

for  housing  defects  (under  Public  J&ealth 
or  Housing  Acts)  234 

(b)  Number  of  inspections  made  for  the 

purpose  990 

(2)  (a)  Number  of  dwelling-houses  (included  un- 

der sub-head  (1)  above)  which  were  in- 
spected and  recorded  under  the  Housing 
Consolidated  Regulations,  1925  and  1932  202 

(b)  Number  of  inspections  made  for  the 

purpose  •••  937 

(3)  Number  of  dwelling-houses  found  to  be  in 
a state  so  dangerous  or  injurious  to  health 

as  to  be  unfit  for  human  habitation  ...  202 

(4)  Number  of  dwelling-houses  (exclusive  of 

those  referred  to  under  the  preceding  sub- 
head) found  not  to  be  in  all  respects 
reasonably  fit  for  human  habitation  ...  32 

2.  REMEDY  OF  DEFECTS  DURING  THE  YEAR 
WITHOUT  SERVICE  OF  FORMAL  NOTICES  : 

Number  of  defective  dwelling-houses  ren- 
dered fit  in  consequence  of  informal  action 
by  the  Local  Authority  or  their  officers. . . 7 

3.  ACTION  UNDER  STATUTORY  POWERS  DUR- 
ING THE  YEAR 

(a)  Proceedings  under  Sections  9,  10  and  16 
of  the  Housing  Act,  1936  : 

(1)  Number  of  dwelling-houses  in  respect  of 
which  notices  were  served  requiring  repairs  Nil 


(2)  Number  of  dwelling-houses  which  were 
rendered  ht  after  service  of  formal  notices: 

(a)  By  Owners  ...  1 

(bj  By  Local  Authority  in  default  of 

owners  Nil 

(b)  Proceedings  under  Public  Health  Acts  : — 

(1)  Number  of  dwelling-houses  in  respect  of 

which  notices  were  served  requiring  de- 
fects to  be  remedied Nil 

(2)  Number  of  dwelling-houses  in  which  de- 
fects were  remedied  after  service  of  formal 
notices  : 

(a)  By  Owners Nil 

(b)  By  Local  Authority  in  default  of 

owners Nil 

(c)  Proceedings  under  Sections  11  and  13  of 

the  Housing  Act,  1936  : 

(1)  Number  of  dwelling-houses  in  respect  of 
which  Demolit'on  Orders  were  made  ...  Ill 

(2)  Number  of  dwelling-houses  demolished  in 

pursuance  of  demolition  orders  8 

(d)  Proceedings  under  Section  12  of  the 

Hous’ng  Act,  1936  : 

(1)  Number  of  separate  tenements  or  under- 

ground rooms  in  respect  of  which  Closing 
Orders  were  made  2 

(2)  Number  of  seoarate  tenements  or  under- 

e^round  rooms  in  respect  of  which  Closing 
Orders  were  determined,  the  tenement  or 
room  having  been  rendered  fit  Nil 


4.  HOUSING  ACT,  1936— PART  IV.  OVER- 
CROWDING. 

(a)  (i)  Number  of  dwellings  overcrowded  at 

the  end  of  the  year  68 

(ii)  Number  of  families  dwelling  therein...  70 
(lii)  Number  of  persons  dwelling  therein...  491 

(b)  Number  of  new  cases  of  overcrowding  re- 
ported during  the  year  31 

(c)  (i)  Number  of  cases  of  overcrowding  re- 

lieved during  the  year  ...  52 

(ii)  Number  of  persons  concerned  in  such 

cases  346 

(d)  Particulars  of  any  cases  in  which  dwelling- 
houses  have  again  become  overcrowded 
after  the  Local  Authority  have  taken  steps 

for  the  abatement  of  overcrowding  ...  Nil 

(e)  Any  other  particulars  with  respect  to  over- 
crowding conditions  upon  which  the 
Medical  Officer  of  Health  may  consider  it 
desirable  to  report. 

INSPECTION  AND  SUPERVISION  OF  FOOD. 

Milk  Supply. — Inspections  of  dairy  premises  were 
carried  out  as  frequently  as  possible,  although  owing  to 
the  heavy  housing  programme  this  was  not  as  frequent 
as  could  be  desired. 

It  is  to  be  deprecated  that  no  milk  samples  were 
taken  for  analysis. 

Meat  and  Other  Foods. — As  in  previous  years 
every  effort  has  been  made  to  carry  out  inspections  of 
as  much  of  the  meat  slaughtered  as  possible  and  al- 
though this  presents  considerable  difficulty  owing  to 
the  nature  of  the  District,  a very  high  proportion  of  the 
animals  were  inspected  immediately  after  slaughter. 

The  carrying  out  of  anti-mortem  inspection  was 
found  in  the  majority  of  cases  to  be  impracticable. 

During  the  early  months  of  the  year  it  was  found 
necessary  to  seize  a whole  carcase  of  swine  with 
generalized  tuberculosis,  although  all  other  meat  was 
surrendered  voluntarity  by  the  butchers. 


PREVALENCE  AND  CONTROL  OF  INFECTIOUS 
DISEASE. 


No  outbreaks  of  infectious  disease  were  recorded 
during  the  year  and  the  number  of  cases  occurring 
amongst  the  civilian  population  was  low  throughout 
the  year. 

In  the  adjoining  Sleaford  Urban  District  occurred 
a small  outbreak  of  Diphtheria  and  immunisation  was 
instituted  there.  The  facilities  were  later  extended  to 
the  East  Kesteven  Rural  District  and  a very  fair  res- 
ponse was  forthcoming. 

The  prophylactic  used  was  Diphth.  Toxoid  (Alum 
Precipitated)  (P.D.  ^ Co.). 

NOTIFIABLE  DISEASES  DURING  1938. 


Disease 

Total  cases  ^ 
notified  1 

Cases 

admitted  to 
Hospital 

Total 

Deaths 

Small-pox 

16  j 

Scarlet  Fever  ... 

4 

Diphtheria 

^ 1 

3 

Enteric  Fever  (includ- 

1 

1 

ing  Paratyphoid) 

r 

Puerperal  Fever 

... 

Puerperal  Pyrexia  . . . 

.> 

’ 1 

Pneumonia 

18 

lo 

8 

Polio  Myelitis 

1 

1 

Cerebro  Spinal  Fever 

1 

1 

1 

Encaphalitis 

1 

1 

Erysipelas 

2 

1 

Ophthalmia  Neonatorum 

1 

Catarrhal  Jaundice... 

3 

3 

INFECTIOUS  DISEASE— Analysis  in  Age  Groups. 
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Ophthalmia  Neonatorum 
Catarrhal  Jaundice  ... 


Incidence  of  Infectious  Disease  in  Various  Parishes. 
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There  were  no  notified  cases  of  infectious  disease  in  those  Parishes  not  mentioned. 


TUBERCULOSIS 


New  Cases 


Deaths 


Age  Periods 


Respiratory  Non-Resp  Respiratory  Non-Resp 


iM  i F M F M F M F 


0- 

l- 

5- 

lo 

25- 


1 


1 


35-  

45- 

55-  . . I . 1 

65  & (.ver  


Total  3 . . 1 4 . . . . 1 


There  were  no  non-notified  cases  of  Tuberculosis. 

No  action  was  found  necessary  under  Prevention 
T.B.  Regulations  of  1925,  nor  under  Section  172  of  the 
Public  Health  Act,  1936. 


Your  Obedient  Servant 


SANITARY  INSPECTION  OF  THE  AREA. 


Record  of  work  for  the  year  : — 

Number  of 

Subject. 

Inspections 

Additional  W.C.  

3 

Bakehouses  ...  

5 

Caravans  

1 

Drain  defects  and  new  drains  

143 

Drains  blocked  

10 

Dirty  closets  

8 

Dampness  

2 

Dirty  houses  ...  

18 

Factories  

8 

Fish  friers  

2 

Housing  P.H.  Act  

53 

Housing  1936  Act  

937 

Infectious  disease  

...  ...  98 

Milk  and  Dairies  

171 

Offensive  Trades  

15 

Overcrowding  

237 

Petroleum  ...  

13 

Pigsties  

3 

Privy  repair  

4 

Privy  conversions  ...  ... 

21 

Rain  conductors 

4 

Rats  and  Mice  

2 

Slaughter  Houses  

695 

Shops  

4 

Urinals  

3 

Verminous  premises  

2 

Water  supply  

94 

Refuse  collection  and  disposal 

27 

Not  specified  •••  

84 

TOTAL  ...  2,6fi7 


DWELLING-HOUSES. 


Houses  inspected  for  defects  234 

Houses  made  fit  after  formal  action  17 

Houses  made  fit  after  informal  action  7 

Houses  which  were  improved  after  informal  action  1 1 

Demolition  Orders  made  under  Section  11  of  the 

Act  Ill 

Houses  demolished 8 

Clearance  Areas  declared  and  Orders  made  ...  Nil 

Cases  of  overcrowding  abated  52 

Houses  and  bungalows  erected  by  the  Council  ...  101 

Houses  and  bungalows  erected  by  private  enter- 
prise   50 

Complaints  received  concerning  housing  con- 
ditions   10 

Houses  disinfested  3 

Houses  disinfected  after  infectious  or  other  disease  36 


OVERCROWDING. 


Table  showing  the  numbers  of  overcrowded  and 
border  line  houses  in  each  Parish  (end  of  1938), 


Parish. 

Anwick  

Asgarby  and  Howell... 
Ashby-de-la-Launde  & 

Bloxholme  

Aswarby  and  Swarby 
Aunsby  and  Dembleby 

Blankney  

Brauncewell  

Bui  ton  Pedwardine  ... 

Bidinghay  

Cranwell  6c  Byaiid’s 

Leap  

Culverthorpe  & Kelby 

Digby  

Dogdyke  

Dorrington  

Ewerby  and  Evedon... 

Great  Hale  

Heckington  

Heipringham  

Kirkby-la-Thorpe 

Leasingham  

Little  Hale 

Martin  

Newton  and  Haceby... 

North  Kyme  

North  Rauceby  

Osbournby  

Rowston  

Roxholme  

Ruskington  

Scopwick  

Scredington  

Silk  Willoughby 

South  Kyme  

South  Rauceby  

Swaton  

Temple  Bruer  

Threekingham  

Timberland  

Walcott  (B)  

Walcot  (F)  

Wilsford  

TOTAL  ... 


New  cases 
since 


No.  O/C. 
Nil 

Bdr./Liie.  Dec. 

1937 

Nil 

Nil 

1 

1 

1 

Nil 

1 ■ 

Nil 

1 

Nil 

1 

Nil 

Nil 

Nil 

1 

1 

1 

1 

Nil 

Nil 

1 

Nil 

Nil 

1 

2 

Nil 

Nil 

Nil 

Nil 

1 

Nil 

Nil 

Nil 

2 

Nil 

1 

1 

1 

1 

Nil 

Nil 

3 

1 

1 

4 

4 

4 

10 

3 

4 

6 

Nil 

4 

Nil 

Nil 

Nil 

1 

Nil 

1 

2 

Nil 

Nil 

4 

1 

2 

Nil 

Nil 

Nil 

3 

1 

Nil 

3 

1 

1 

Nil 

1 

Nil 

1 

3 

1 

1 

Nil 

Nil 

5 

9 

2 

Nil 

3 

Nil 

1 

2 

Nil 

2 

Nil 

1 

Nil 

Nil 

Nil 

1 

1 

Nil 

3 

3 

2 

4 

Nil 

4 

1 

2 

Nil 

1 

3 

Nil 

3 

2 

Nil 

Nil 

Nil 

Nil 

Nil 

3 

Nil 

68 

51 

31 

NUISANCES. 


Complaints  received  15 

Informal  notices  served  19 

Statutory  notices  serv^ed 5 

Nuisances  abated  with  or  without  the  service  of 

informal  or  legal  notice  20 

PARTICULARS  OF  NUISANCES  ABATED. 

Number 

Subject.  Abated 

Animals  improperly  kept  5 

Drains  and  sewer  defects  4 

Drains  blocked  10 

Dirty  houses  ...  2 

Dirty  closets  3 

Additional  privy  1 

Defective  privy  (not  converted)  3 

Sewage  flowing  to  highw^ay  or  yard  2 

Privies  converted  to  water  closets  13 


SANITARY  CONVENIENCES. 


Particulars  of  the  types  of  convenience  in  use  for 
the  working-class  houses  in  the  District. 


Parish. 

Anwick  

Asgarby  and  Howell 
Ashby-de-la-Launde  and 

Bloxholme  

Aswarby  and  Swarby 
Aunsby  and  Dembleby 

Billinghay  

Blankney  

Brauncew:;!!  

Burton  Pedwardine  

Cranwell  and  Byard’s  Leap 
Culverthorpe  and  Kelby  ... 

Uigby  

Dogdyke  

Dorrington  

Ewerby  and  Evedon 

Great  Hale  

Heckington  

Helpringham  

Kirkby-la-Thorpe  

Leasingham  

Little  Hale  

Martin  

Newton  and  Haceby 

North  Kyme  

North  Rauceby  

Osbournby  

Rowston  

Roxholme  

Ruskington  

Scopwick  

Scredington  

Silk  Wil’oughby  

South  Kyme  

South  Rauceby  

Swaton  

Temple  Bruer  

Th^eekingham  

Timberland  

Walcott  (B)  

Walcot  (F)  

Wilsford  

TOTALS  ... 


Cesspit 

Type 

Pan 

Type 

Chemi- 

cal 

Water 

Privies 

Privies 

Closets 

Closets 

41 

18 

— 

6 

25 

4 

— 

1 

55 

3 



9 

34 

1 1 

— 

1 

26 

13 

— 

3 

225 

21 

— 

40 

76 

19 

— 

11 

9 

17 

— 

— 

14 

18 

— 

— 

21 

28 

2 

2 

15 

9 

1 

— 

62 

27 

— 

13 

57 

8 

— 

— 

48 

45 

— 

2 

32 

38 

— 

26 

90 

22 

— 

39 

194 

45 

. — 

165 

113 

28 

— 

14 

13 

20 

— 

10 

29 

23 

1 

59 

38 

6 

1 

1 

100 

31 

— 

29 

20 

24 

— 

1 

118 

12 

— 

16 

36 

7 

— 

3 

54 

37 

— 

— 

36 

8 

— 

4 

9 

13 

— 

3 

75 

46 

1 

174 

78 

16 

5 

17 

47 

14 

— 

2 

26 

14 

— 

1 

65 

9 

— 

6 

39 

21 

— 

2 

18 

29 

— 

— 

13 

8 

— 

1 

30 

21 

— 

— 

95 

24 

— 

8 

80 

12 

— 

13 

12 

5 

1 

— 

80 

19 

1 

17 

2248 

793 

13 

699 

SLAUGHTER  HOUSES. 

Number  of  registered  slaughter-houses  13 

Number  of  licensed  slaughter-houses  7 

Number  of  knackers  yards  4 

TOTAL  24 

Number  of  slaughter-houses  in  regular  use  ...  17 

Number  of  licensed  slaughter-men  under  Slaugh- 
ter of  Animals  Act,  1933  ...  41 

MEAT. 

Oxen  Calves  Sheep  Swine 

Number  of  animals  inspected 

during  the  year  ...  590  7 941  2061 

Amount  of  meat  and  organs  surrendered 

and  destroyed  5,598  lbs. 

Amount  of  meat  and  organs  seized  and 

condemned  by  a Justice  260  lbs. 

TOTAL  ...  5,858  lbs. 


ANALYSIS  OF  UNSOUND  MEAT  DESTROYED. 

Beef  ...  2,304  lbs. 

Pork  2,465  lbs. 

Organs  (all  animals)  1,089  lbs. 


TOTAL  ...  5,858  lbs. 


BEEF. 


Tuberculosis 

1,458  lbs. 

Actinomycosis 

30  lbs. 

Fevered  

316  lbs. 

Oedema  and  Badly 

bled  (Asphyxiated) 

500  lbs. 

2,304  lbs. 

ORGANS. 

Tuberculosis 

362  lbs. 

Congested 

18  lbs. 

Distomatosis 

34  lbs. 

Oedema  and  Badly 

bled  (Asphyxiated) 

100  lbs. 

514  lbs.  Total  2,818  lbs. 


PORK. 

Tuberculosis 

1,458  lbs. 

Oedema  

405  lbs. 

Septicaemia 

240  lbs. 

Extensive  bruising 

224  lbs. 

Injury  and  Asphyx- 

iation   

138  lbs. 

2,465  lbs. 


ORGANS. 


Tuberculosis 

102 

lbs. 

Cirrhosis  

40 

lbs. 

Infarcts  

136 

lbs. 

Congestion 

60 

lbs. 

Pneumonia  

24 

lbs. 

Abscesses  

7 

lbs. 

Distomatosis 

10 

lbs. 

Injury  and  Asphyx- 

iation   

30 

lbs. 

Oedema*  

50 

lbs. 

Necrosis  

66 

lbs. 

Septicaemia 

50 

lbs. 

575 

lbs. 

GRAND  TOTAL  5,858  lbs. 


PETROLEUM  ACTS. 

Number  of  petrol  licences  on  the  register  at  the 

end  of  the  year  91 

Number  of  Carbide  of  Calcium  licences  on  the 

register  at  the  end  of  the  year  6 

Amount  stored  under  the  licences  in  force: — 

Petrol  64,250  gals. 

Carbide  of  Calcium  .. . 1,922  lbs. 


Your  Obedient  Servant, 

ARTHUR  W.  CRAVEN,  M.S.I.A., 

Sanitary  Inspector. 


FACTORIES  ACT,  1937. 

1.  INSPECTIONS  for  purpose  of  provisions  as  to 
Health,  including  inspections  made  by  Sanitary 
Inspectors. 

Number  of 
Written  Occupiers 

Premises.  Inspections.  Notices.  Prosecuted. 

Factories  with  mechanical  j^ower  3 Nil  Nil 

Factories  without  mechanical 

power  10  Nil  Nil 

Other  premises  under  the  Act 
(including  works  of  build- 
ing and  engineeiing  con- 
struction but  not  including 
outworkers  premises. 


TOTAL  ...  13  Nil  Nil 


2. — Defects  found. 

Number  of  Defects 

Particulars.  Found.  Remedied. 

Want  of  Cleanliness  (S.l.)  5 5 

Overcrowding  (S.2.)  — — 

Unreasonable  temperature  (S.3.)  — ■ — 

Inadequate  ventilation  (S.4.)  ...  — — 

Ineffective  drainage  of  floors  (S.6.)  — — 

Sanitary  conveniences  (S.7)  — 

Insufficient  — — 

Unsuitable  or  defective — — 

Not  separate  for  sexes  — — 

Other  offences  — — 

(Not  including  offences  relating 
to  Home  work  or  offences  un- 
der the  Sections  mentioned  in 
the  schedule  to  the  Ministry 
of  Health  (Factories  and  Work- 
shops Transfer  of  Powers) 

Order,  1921,  and  re-enacted  in 
the  Third  Schedule  to  the 
Factories  Act,  1937). 


TOTAL  ...  5 5 


Referred  to  H.M.  Inspector,  Nil. 

Number  of  effences  in  respect  of  which  prosecutions  were 
instituted,  Nil. 

Your  Obedient  Servant, 

AUSTIN  C.  GILES,  M.B.,  Ch.B. 

Medical  Officer  of  Health 
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